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No. 164-A ] NEW DELHI, THURSDAY, MARCH 28,1957 


MINISTRY OF LAW 
NOTIFICATIONS 
New Delhi, the 28 th March 1937 

S.R.O. 1002-A.—In pursuance of the provisions of Section 67 of the Representation 
of the People Act, 1951 (43 of 1951), the following declaration containing the name 
of the candidate elected in the constituency referred to therein, is published for 
general information:— 


DECLARATION 
House or the People 
Hajipur Parliamentary Constituency 

In pursuance of the provisions contained in Section 06 of the Representation 
of the People Act, 1951, read with Rule 66 of the Representation of the Eeepl* 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that Shri 
Chaudhary Chandramani Lai of Saraiyagunj, Muzaffarpur, has bene duly elected 
to fill the reserved seat in the above constituency. 

Place : Lahahiebarai, 

DahBhajmja. 

Date: 23td March, 1957. (Sd.) Illegible, 

Returning Officer. 
[No. F. 5( > 5)[/57-llecti#ns ] 

S.R.O. 1002 B.—In pursuance of the provisions of Section 67 of the Representation 
of the People Act, 1951 (43 of 1951), the following declaration containing the name 
of th ecandidate elected in the constituency referred to therein, is published for 
general information:— 


DECLARATION 
House of the People 
Gulharga Parliamentary Constituency 

In pursuance of the provisions contained In Section 66 of the Representation 
of the People Act, 1951, read with Rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules. 1956, I declare that Shri 
SUenker Deo (Congress Reserve), C/o. Shri Dattatrayarao, Kannada Sahitya Sangh, 
.Tagat Gulbarga, has been duly elected to fill the seat reserved for members of the 
Scheduled Castes in the above constituency, and Shri Mahadevappa Yeshwantrao 
Rampure (Congress General) of 28-Jagat Gulbarga, has been duly elected to fill 
the remaining seat In that constituency. 

Place: Gulbarga. G. S. Srinivasaw, I.A.S., 

Date: 22nd March, 1957. Returning Officer. 

[No. F, 5(10/57-Electlons.] 
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S.R.O. 1002-C.—In pursuance of the provisions of section 67 of the Representa¬ 
tion of the People Act, 1951 (43 of 1951), the following declaration containing 
the name of the candidate elected in the constituency referred to therein, is 
published for general information; — 

DECLARATION 
House of the People 
Bikaner Parliamentary Constituency 

In pursuance of the provisions contained in section 86 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Panna Lai of Ward No. 8 Bikaner City has been duly elected to fill the seat 
reserved for members of the Scheduled Castes in the above constituency, and 
Shri Karni Singh, Lallgarh Palace, Bikaner has been duly elected to nil the 
remaining seat in the constituency. 

J. N. Kunzru, I.A.S., 

Returning Officer, 

Place: Sri Ganganagak. 

Date: 25th March 1967 

[No. F. 5(13)/57-Elections.] 

S.R.O. 1002-D.-—In pursuance of the provisions of Section 67 of the Representation 
of the People Act, 1951 (43 of 1951), the following declarations containing the 
names of the candidates elected in the constituencies referred to therein, ore 
published for general information;— 

DECLARATIONS 

( 1 ) 

House or the People 
Balrampur Parliamentary Constituency 

In pursuance of the provisions contained in Section 66 of the Representation oJ 
the People Act, 1951 read with Rule 66 of the Representation of the People (Con¬ 
duct cf Elections and Election Petitions') Rules, 1956, I declare that Shri Bajpai 
Atal BIharl of Jan Sangh Office, Vinayak Bhawan, A. P. Sen Road, Lucknow has 
been duly elected. 

Place: Gonda. M. Zunnttrain, 

Date: 23rd March, 1957. Returning Officer. 

( 2 ) 

House or the People 
Meerut Parliamentary Constituency 

In pursuance of the provisions contained in Section 66 of the Representation of 
the People Act, 1951, read with Rule 66 of the Representation of the People (Con¬ 
duct of Elections and Election Petitions) Rules 1956. I declare that Khan Shah 
Nawaz, village Aithal Buzurg, P.O, Lhaksar, District Saharanpur has been duly 
elected to fill the seat in the above constituency. 

Place: Meerut. Gian Prakash, I.A.S., 

Date: 21st March, 1957. Returning Officer. 


C3) 

House or the People 
Sardhana Parliamentary Constituency 

In pursuance of the provisions contained in Section 66 of the P.epresentation of 
the People Act, 1951, read with Rule 66 of the Representation of the People (Con¬ 
duct of Elections and Election Petitions) Rules, 1956, I declare that Shri Dublish 
Vishnu Sharan, Mohalla Munna Lai, Mowana, District Meerut has been duly elected 
to fill the seat In the above constituency. 

Place: Meerut. Gian Prakash, I.A.S., 

Date: 24th March, 1957. 
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(4) 

House of the People 
Hapur Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation of 
the People Act, 1951, read with Rule 66 of the Representation of the People (Con¬ 
duct df Elections and Election Petitions) Rules, 1956, I declare that Sharma Krishan 
Chandra, 585, Begam Bagh, Meerut City has been duly elected to fill the seat in the 
above constituency. 

Place: Meerut. G. S. Singh, 

Date: 26th March, 1957, Asst. Returning Officer. 

\ No. T. 5(14)/57-Elections.] 


S.B.O- 1002-E.—In pursuance of the provisions of section 67 of the Representa¬ 
tion of the People Act, 1951 (43 of 1951), the following declarations containing 
the names of the candidates elected in the constituencies referred to therein, are 
published for general information:— 

DECLARATIONS 

( 1 ) 

House of the People 

Berhampore Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Trldlb Chaudhuri of P.O. Khagra, District Murshidabad has been duly 
elected to fill the scat in the above constituency. 

P. C. Majumdar, 
Returning Officer, 

Place : Berhampore. 

Date : 26 th March, 1957. 


( 2 ) 

House of the People 

Calcutta North-West Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1056, I declare that 
Shri Asoke Kumar Sen of 18/4, Ballygunge Circular Road, Calcutta-19 has been 
duly elected to fill the seat in the above constituency. 

M. Mookerjee, 
Returning Officer. 

Place: 29, Chowhinohee Road, Calcutta. 

Date : 26 th March, 1957. 


(3) 

House of the People 
Purulia Parliamentary Constituemcy 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Bibhutibbusan Dasgupta of Sbilpasram, P O. Purulia, District Purulia has 
been duly elected to fill the seat in the above constituency. 

(Sd.) Illegible, 
Returning Officer. 

Place : Purulia. 

Date : 25th March . 195' r 
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(4) 

House op the People 
Murshidabad Parliamentary Constituency 

In pursuance of the provisions contained in section 60 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Muhammed Khuda Bukhsh of Village Barua, P.O. Beldanga, Dt. Murshidabad 
has been duly elected to fill the seat in the above constituency. 


P. C. Majumhar, 
Returning Officer. 


Place : Berhampohi. 

Date : ’ 26th March, 1957. 

[No, F. 5(15)/67-Elections.] 


8.R.O. 1002-F.—In pursuance of the provisions of section 67 of the Representa¬ 
tion of the People Act, 1951 (43 of 1951), the following declarations containing 
the names of the candidates elected in the constituencies referred to therein, are 
published for general information: — 

DECLARATIONS 

( 1 ) 

House op the People 
Asansol Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Mono Mohon Das of 15/3, Nirode Behari Mullick Road, Calcutta-6 has been 
duly elected to fill the seat reserved for members of the Scheduled Castes in 
the above constituency, and Shri Atulya Ghosh of 51, Karbulla Tank Lane, 
Calcutta-6 has been duly elected to fill the remaining seat in that constituency. 

N. Raychaudhuri, 
Returning Officer. 


Place : Burdwan. 

Date : 21st March, 1967, 


( 2 ) 

House of the People 
Serampore Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Jitendra Nath Lahiri of Battolu Lane, P O. Serampore, District Hooghly has 
been duly elected to fill the seat in the above constituency. 

S. M. Bhattacharya, 

Returning Officer. 


Place: Chinsurah, Dist-Hooghly. 
■■ r -d " ' i7. 
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(3) 

House of the People 
Tamluk Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act, 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Satish Chandra Samanta of Mahalla Parbatipur, Town Tamluk, P.O. Tamluk 
District Midnapore has been elected to fill the seat in the above constituency. 

K. K. Ray, 
Returning Officer, 


Place : Tamluk. 

Date : 23 rd March, 1957. 


(4) 

House of the People 
Bankura Parliamentary Constituency 

In pursuance of the provisions contained in section 66 of the Representation 
of the People Act. 1951, read with rule 66 of the Representation of the People 
(Conduct of Elections and Election Petitions) Rules, 1956, I declare that 
Shri Pashupati Mandal of Vill. & P.O. Chingani, District Bankura has been duly 
elected to fill the seat reserved for members of the Scheduled Castes in the 
above Constituency, and Shri Hamgoti Bandyopadhyaya of Bankura Nutanganj, 
P.O. it District Bankura has been duly elected to fill the remaining seat in that 
constituency. 

P. Nag, 

Returning Officer. 


Place: Bankura. 

Date : 25 th March, 1957. 


[No. 5 (15)/57-Elections.] 
K.'V. K. SUNDARAM, Secy. 
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